IT’S A REAL. 
BRUTE FOR 


4) PUNISHMENT 





“Believe me, we treat our jacks pretty 
rough at times—don’t pay much atten- 
tion to how heavy the loads are, and 
bang ’em around pretty carelessly. But 
with all the hard knocks our Reliable 
Jacks have never failed us once. They 
always work and the quick, easy way 
they lift the cars, without any strain or 
exertion on my part, is sure pleasant.” 







RELIABLE 
No. 2H 


$31.00 


2H GETS RIGHT DOWN TO WORK 


The Reliable 2H model jack is built to handle 
the low slung, modern cars. This modern jack 
squats to 3% inches and will raise load to 22 
inches. It will get under and raise easily any 
front or rear end when the tires are flat. Equip- 
ped with a speed pump which raises the saddle 
quickly to load and then cuts out automatically. 
Safety device prevenis overloading. Release 
lever is at finger tips. Capacity, 2 tons. 


USE NO. 85 FOR CURB SERVICE 


Another winner for tough and heavy ser- 
vice. Saddle elevates to load 
without jacking. Has a 9- 
inch raise and to- 
tal extended 
height of 19% 
inches. Built for Ne. 85 
short stroke. Ca- 


pacity, 1 ton. $13.50 


Ask your jobber or write us for catalog of com- 
plete line of service station equipment 









RELIABLE 


JACK COMPANY 


Builders of Dependable Jacks for 35 Years 
1401 West Second Street Dayton, Ohio. 





74 


“YOU GET : 
ACTION WITH 


A RELIABLE” 





... and it is easier action, with a greater lift- 
ing range. The stronger construction, longer 
service and better values in the Reliable Jack 
line are the result of 36 years of jack building 
leadership. 
No. 600A 
Double lift, with reinforced lift- 
ing members. Stands 5% inches 


lowered; 139/16 inches raised. 
Capacity, 1 ton. 





No. S-71 


Greater lift in proportion to 
height than any other hydraulic. 
Capacity, 1% tons. 


Ne. 600A 





No. $-7) 





No. 85 
Short stroke. Saddle elevates to 
load without jacking. Total ex- 
tended height 19% inches. Ca- 
pacity, 1 ton. 







No. 3H 
Two-speed 
pump. Every 
working part 
shielded. 48- 


inch handle. No. 2H 

Lowers to 4% Lowers to 3% inches and 
inches and raises up to 22 inches. 
raises to 20 Long handle, speed pump 
inches. Capa- and overload safety de- 
city, 3% tons. vice. Capacity, 2 tons. 


No. 3H 





Ask your jobber, or 
write us today for 
catalog of our com- 
plete line of service 
station equipment. 


RELIABLE 





JACK COMPANY 


Builders of Dependable Jacks for 36 Years 
1401 West Second Street Dayton, Ohio 





April, 1936 


